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-9109090016 Exam rept 50-352/91 -17OL & 50-353/91-18OL on 910715-19 & 22-
23.Exam results:AII ten candidates passed exams.

FISH.T.H.,  CONTE.R.J.   Region   1   (Post  820201).   91/08/23.  250pp.   59000:096-
59001:014.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109260187 Advises that util 880916 response to NRC bulletin 88-008, meets require-
ments of bulletin & acceptable.

SHEA.J.W. Project Directorate I-2. 91/09/17. BECK.GJ. Philadelphia Electric Co. 8pp.
59208:133-59208:140.

R. Periodic operating reports & related correspondence

9109060137 "Limerick Generating Station Units 1 & 2 Semiannual Effluent Release
RepUan-June 1991." W/910828 Itr.

LEITCH.G.M., DUBIEL.R.W. Philadelphia Electric Co. 91/06/30. 51pp. 59034:110-
59034:164.

9109050223 Forwards fitness-for-duty program performance data for period Jan-June
1991,per 10CFR26.71(d).

BECK.GJ. Philadelphia Electric Co. 91/08/27. Office of Nuclear Reactor Regulation,
Director (Post 870411). 19pp. 59019:316-59019:332.

9109060151 Forwards "Limerick Generating Station Units 1 & 2 Annual Plant Mod
Rept,Jul 1990 through June 1991."

LEITCH.G.M. Philadelphia Electric Co. 91/08/28. Document Control Branch (Docu-
ment Control Desk). 1p. 59032:261-59032:327.

-9109060152 "Limerick Generating Station.Units 1 & 2 Annual Plan Mod Rept.Jul 1990
through June 1991."
* Philadelphia Electric Co. 91 /08/28. 66pp. 59032:262-59032:327.

9109130132 Monthly operating repts for Aug 1991 for Limerick Generating Station.W/
910910 Itr.

MECK.K.,   LEITCH.G.M.   Philadelphia   Electric   Co.   91/08/31.   11pp.   59113:011-
59113:021.

S. Reportable occurrences, LERs & related correspondence

9109040498 NPDES noncompliance notifications 910707 & 19,electrical storm caused
loss  of power to  Bedminster Water  Processing   Facility & tripped  chillers.On
910721 .discharge temp exceeded permitted limits.Permit limits changed.
DOERING.J. Philadelphia Electric Co. 91/08/28. NOLL.P.G. Neshaminy, PA. 4pp.
59003:054-59003:057.

9109100342 LER 91-020-00:on 910813,two similar ESF actuation events occurred after
reactor water level indicating switch tripped twice within same day.Cause of first event
unknown & second event caused by personnel error. W/910905 Itr.
MADSEN.G.J., DOERING.J.  Philadelphia Electric Co.  91/09/05. 6pp. 59095:140-
59095:145.

V. Operator Examinations

9109090010 Forwards exam repts 50-352/91-17OL & 50-353/91-1 SOL during wks of
910715 & 22.!njudicious incident occurred between applicant & on-shift reactor opera-
tor.

BETTENHAUSEN.L Region 1   (Post 820201). 91/08/28. SMITH.D.M. Philadelphia
Electric Co. 4pp. 59000:092-59001:014.

-9109090016 Exam rept 50-352/91-17OL & 50-353/91-1 SOL on 910715-19 & 22-
23.Exam results:AII ten candidates passed exams.

FISH.T.H.,   CONTE.RJ.   Region   1   (Post  820201).   91/08/23.   250pp.   59000:096-
59001:014.

9109240031 Forwards ref matl requirements in preparation for requalification program
evaluation visit scheduled for wks of 920120 & 0210.

CONTE.RJ. Region 1 (Post 820201). 91/09/10. SMITH.D.M. Philadelphia Electric Co.
10pp. 59182:177-59182:186.

9109270039 Provides invitation to attend power reactor operator license examiners/
training manager meeting on 911106-07 to provide forum for discussion of various
topics & issues re operator licensing function.

HODGES.W.M. Region 1 (Post 820201). 91/09/19. SMITH.D.M. Philadelphia Electric
Co. 5pp. 59216:176-59216:180.

9109060021 Application for amends to Licenses NPF-39 & NPF-85, consisting of TS
Change Request 90-12-0,incorporating new TS Section 3/4.7.8 re operability require-
ments for main turbine bypass sys & revising core operating limits rept
BECK.G.J. Philadelphia Electric Co. 91/08/27. Document Control Branch (Document
Control Desk). 12pp. 59034:036-59034:109.

-9109060023 Proposed Tech Spec Section 3/4.7.8 re operability requirements for main
turbine bypass sys.

* Philadelphia Electric Co. 91/08/27. 17pp. 59034:048-59034:064.

-9109060026 Rev 1 to "Core Operating Limits Rept for Limerick Generating Station
Unit 2.Cycle 2."

DENNIN,E.P., CARMODY.J.M. Philadelphia Electric Co. PECO-COLR-L2R1 R01. 91 /
08/09. 25pp. 59034:085-59034:109.

9109100322 Suppls 890417 & 900409 responses to 10CFR50.63 "Loss of All AC Cur-
rent."    Topics    include    condensate    storage    tank    inventory.control    room
heatup.containment heatup.effects of loss of ventilation & inverter operability.
BECK.G.J. Philadelphia Electric Co. 91/09/04. Document Control Branch (Document
Control Desk). 14pp. 59087:144-59087:157.

9109120262 Forwards notice of withdrawal of application for amend to FOL re source
range monitor surveillance frequency.

CLARK.R.J. Project Directorate I-2. 91/09/04. BECK.G.J. Philadelphia Electric Co.
3pp. 59087:017-59087:021.

-9109120267 Notice of withdrawal of application for amend to FOL concerning source
range monitor surveillance frequency.
CLARK.RJ. Project Directorate I-2. 91/09/04. 2pp. 59087:020-59087:021.

9109200097 Provides progress of Region I 910220-21 engineering symposium action
items.including  guidance  on  operability  &  reportability.endorsing   NSAC-125  for
10CFR59.59 reviews & training of NRC personnel in mod process.
LANNING.W. Region 1 (Post 820201). 91/09/10. SMITH.D.M. Philadelphia Electric
Co. 3pp. 59156:206-59156:208.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050. "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109090010 Forwards exam repts 50-352/91-17OL & 50-353/91-18OL during wks of
910715 & 22.Injudicious incident occurred between applicant & on-shift reactor opera-
tor.

BETTENHAUSEN.L Region 1  (Post 820201). 91/08/28. SMITH.D.M. Philadelphia
Electric Co. 4pp. 59000:092-59001:014.

-9109090016 Exam rept 50-352/91-17OL & 50-353/91-1 SOL on 910715-19 & 22-
23.Exam results:AII ten candidates passed exams.
FISH.T.H. Region 1 (Post 820201). 91/08/23. 250pp. 59000:096-59001:014.

9109110191 Forwards Books 1 & 2 of "Limerick Generating Station.Unit 2 Summary
Rept for 900108-910605 Periodic ISI."

LEITCH.G.M. Philadelphia Electric Co. 91/09/05. Document Control Branch (Docu-
ment Control Desk). 1p. 59101:003-59102:110.

-9109110195 Books 1 & 2 of "Limerick Generating Station.Unit 2 Summary Rept for
900108-910605 Periodic ISI."

*  Philadelphia Electric Co. 91/06/05. 300pp. 59101:005-59102:110.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109260187 Advises that util 880916 response to NRC bulletin 88-008, meets require-
ments of bulletin & acceptable.

SHEA.J.W. Project Directorate I-2. 91/09/17. BECK.GJ. Philadelphia Electric Co. 8pp.
59208:133-59208:140.
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F. Security, medical, emergency & fire protection plans

9109190181 Rev 21 to Limerick Generating Station Units 1 & 2 emergency plan.W/
910912 Itr & two oversize maps.
BECK.G.J. Philadelphia Electric Co. 91/09/12. 300pp. 59233:001-59233:335.

P. Operating license stage documents & correspondence

9109060111 "Limerick Generating Station Unit 2 Startup Rept.Cycle 2." W/910830 Itr.
LEITCH.G.M.. DOERING.J., AUVE.S.A. Philadelphia Electric Co. 91/08/01.

i_t.i i wn.u.m.,   L/wtnii-<i

59034:227-59034:282.

50pp.

9109030071 Informs of intention to become user of NRC certified package & that QA
program satisfies required provisions.

BECK.G.J. Philadelphia Electric Co. 91/08/21. Office of Nuclear Material Safety &
Safeguards. 2pp. 58927:040-58927:041.

R. Periodic operating reports & related correspondence

I Station Units 1 & 2 Semiannual Effluent Release

9109060137 "Limerick Genera
Rept,Jan-June 1991." W/910828 Itr.
LEITCH.G.M., DUBIEL.R.W. Philadelphia Electric Co. 91/06/30. 51pp. 59034:110-
59034:164.

9109050223 Forwards fitness-for-duty program performance data for period Jan-June
1991,per 10CFR26.71(d).

BECK.G.J. Philadelphia Electric Co. 91/08/27. Office of Nuclear Reactor Regulation,
Director (Post 870411). 19pp. 59019:316-59019:332.

9109060151 Forwards "Limerick Generating Station Units 1 & 2 Annual Plant Mod
Rept,Jul 1990 through June 1991."

LEITCH.G.M. Philadelphia Electric Co. 91/08/28. Document Control Branch (Docu-
ment Control Desk). 1p. 59032:261-59032:327.

-9109060152 "Limerick Generating Station.Units 1 & 2 Annual Plan Mod Rept.Jul 1990
through June 1991."
* Philadelphia Electric Co. 91/08/28. 66pp. 59032:262-59032:327.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.
